196     NONDOCKETED ITEMS

9106060056 Confirms oral approval granted 910524 for temporary waiver of compliance
from TS requirement to exercise MS1V each wk per TS 4.7.D.1.C,by means of 910523
request.

ZWOLINSKUA. Division of Reactor Projects - HI,1V,V (Post 901216). 91/05/24. LIU.L
Iowa Electric Light & Power Co. 3pp. 57931:189-57931:191.

9106060076 Discusses leak testing of backup ADS air supply sys to ensure adequate
supply of air to ADS valves to support short-term operability Testing on 910301 dem-
onstrated that min 3-day air supply exists in sys w/o makeup.

SPANGENBERG.F. Illinois Power Co. U-601831. 91/05/29. Document Control Branch
(Document Control Desk}. 7pp. 58002:316-58002:322.

9106060323 Forwards draft NUREG/CR-4513, "Estimation of Fracture Toughness of
Cast Stainless Steels During Thermal Aging in LWR Sys."

SHACK.WJ, Argonne National Laboratory. 91/05/31. MUSCARA.J. Materials Engi-
neering Branch. 75pp. 57935:077-57935:149.

9106070028 Forwards detailed position on compliance w/hydrogen mitigation require-
ments of 10CFR50.44,per NRC 901106 request.Topical Rept TR-081,Rev O.utilizing
methodology provided in App A of NUREG-0800.SRP Section 6.2.5 also encl.
LONG.R.L General Public Utilities Corp. - GPU Service Corp. COOO-91-1330. 91/05/
30. Document Control Branch (Document Control Desk). 41pp. 58014:012-58014:099.

-9106070037 TR-081 ROO Rev 0 to Topical Rept TR-081, "Oyster Creek Plant Specific
Oxygen Generation Following  LOCA,"  per methodology described in App A of
NUREG-0800,(SRP Section 6.2.5) re combustible gas control in containment.
DOUGHERJ.D., TRIKOUROS.N.G., BOND.G.R. General Public Utilities Corp. - GPU
Service Corp. 91/05/30. 47pp. 58014:053-58014:099.

9106070084 Forwards ends 3,4,5 & 7 for SECY-91-138, "Final Rule on Nuclear Power
Plant License Renewal."

TAYLORJ.M. Ofc of the Executive Director for Operations. 91 /05/31. Commissioners
(Post 750119). 658pp. 57991:019-57992:357.

9106100039 Clarifies status of containment vent,per NUREG-0737,ltem II.E.4.2.High ra-
diation signal must still be installed 9n valves & orifice plate must be installed to limit
flow through line while venting containment.

CREEL.G.C. Baltimore Gas & Electric Co. 91/05/31. Document Control Branch (Doc-
ument Control Desk). 3pp. 58092:001-58092:003.

9106100069 Forwards list of attendees & licensee handouts re evaluation of UT indica-
tion for feedwater safe end/pipe extension.

LE.N.B. Project Directorate 11-1. 91/05/31. Carolina Power & Light Co. 66pp.
58011:062-58011:127.

9106110010 Forwards insp rept 50-354/91-06 on 910401-05.Lack of sys approach to
training-based program noted.

HODGES.M.W. Region 1 (Post 820201). 91/05/30. MILTENBERGER.S. Public Serv-
ice Electric & Gas Co. of New Jersey. 3pp. 57995:050-57995:078.

-9106110016 Insp rept 50-354/91-06 on 910401-05.Major areas inspected: facility train-
ing programs & implementation.

WILLIAMS.J.H., CONTE.RJ., BETTENHAUSEN.L. Region 1 (Post 820201). 91/05/24.
26pp. 57995:053-57995:078.

9106110110 Forwards BECO comments on NUREG-1438 (draft rept for comment)
"Findings on Issues of Offsite Emergency Preparedness for Pilgrim Nuclear Power
Station."

DAVIS.G.W. Boston Edison Co. 91-075. 91/06/06. Document Control Branch (Docu-
ment Control Desk). 37pp. 58095:179-58095:215.

9106120003 Forwards "Beaver Valley Power Station Evaluation of Adequacy of Existing
Neutron Flux Instrumentation for NUREG-0737,Suppl 1." Rept submitted in lieu of up-
grading instrumentation per Rev 2 to Reg Guide 1.97.

SIEBER.J.D, Duquesne Light Co. TAG 51071. 91/05/31. Document Control Branch
(Document Control Desk). 2pp. 58127:105-58127:194.

-9106120004 "Beaver Valley Power Station Evaluation of Adequacy of Existing Neutron
Flux Instrumentation for NUREG-0737,Suppl 1."

* Duquesne Light Co. 91/05/31. 75pp. 58127:107-58127:194.

9106120065 Forwards suppl 34 to NUREG-0675, "Safety Evaluation Rept re Operation
of  Diablo   Canyon   Nuclear  Power  PlanttU nits   1   &   2."   Util   has  met license
condition,subj to submittal of analyses to confirm that seismic margins adequate.
BOGER.B.A. Division of Reactor Projects - III.IV.V (Post 901216). TAG 55305. 91/06/
06. SHIFFER.J.D, Pacific Gas & Electric Co. 400pp. 58041:200-58042:193.

9106120180 NUREG/CR-5729 MULTIVARIABLE MODELING OF PRESSURE VESSEL
AND PIPING J-R DATA.

EASON,E.D., WRIGHT.J.E., NELSON.E.E. Modeling & Computer Services, FIN L-
1274. MCS 910401. 91/05/31. Division of Engineering (Post 870413). 118pp.
58063:227-58063:344.

9108120185 NUREG/CR-2000 V10 N4 LICENSEE EVENT REPORT (LER)
COMPILATIONS Month Of April 1991.

*  Oak Ridge National Laboratory. FIN A-9135. ORNL/NSIC-200. 91/05/31. Office for
Analysis & Evaluation of Operational Data, Director. 90pp. 58063:135-58063:226.

9106120188 NUREG-1435 V02 STATUS OF SAFETY ISSUES AT LICENSED POWER
PLANTS.UnresoJved Safety Issues.

*  Program Management, Policy Development & Analysis Staff (Post 870411). 91/05/
31. 250pp. 58062:261-58063:134.

8106120192 NUREG/CR-5691 INSTRUMENTATION AVAILABILITY FOR A PRESSUR-
IZED WATER REACTOR WITH A LARGE DRY CONTAINMENT DURING SEVERE
ACCIDENTS.

ARCIERI,W.C., HANSON.DJ. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN L-1425,
EGG-2638. 91/03/31. Division of Systems Research (Post 880717). 128pp.
58062:133-58062:260.

9106120194 NUREG/CR-5546 AN INVESTIGATION OF THE EFFECTS OF THERMAL
AGING ON THE FIRE DAMAGEABIUTY OF ELECTRIC CABLES.
NOWLEN.S.P. Sandia National Laboratories. FIN A-1833. SAND90-0696. 91/05/31.
Division of Engineering (Post 870413). 100pp. 58062:037-58062:132.

9106120199 NUREG/BR-0163 V01 N1 OPPORTUNITY.Vol 1,No 1.
' Of c of Small & Disadvantaged Business Utilization & Civil Rights. 91/06/01. 4pp.
58062:033-58062:036.

9106120204 NUREG/BR-0162 V01 N3 CAREER OPPORTUNITIES IN ENGINEERING
AND SCIENTIFIC DISCIPLINES AT THE U.S. NUCLEAR REGULATORY COMMIS-
SION.

*  NRC - No Detailed Affiliation Given. 91/06/01. 11pp. 58062:021-58062:032.

9106120209 NUREG/BR-0056 V07 N2 ITS News.Spring 1991.Volume 7,Number2,

*  Information Technology Services Branch. 91/03/01. 20pp. 58062:001-58062:020.

9106120361 Staff requirements memo re SECY-91-102.Commission has no objections
to intention to issue revised Suppl 4 to Generic Ltr 88-20 & revised NUREG-1407.
CHILK.SJ. Office of the Secretary of the Commission. GL-8C-20. 91/05/17.
TAYLOR.J.M. Ofc of the Executive Director for Operations. 3pp. 58110:012-
58110:014.

9106130299 Final response to FOIA request for draft NUREG/CR-5604 re intersystem
LOCA.App F records encl & being made available in PDR.App G document withheld in
entirety (ref FOIA Exemption 5).

PHILIPS.J.D. Division of Freedom of Information & Publications Services (Post
890205). 91/04/26. WILLIAMS.O. JRA Associates. 4pp. 58090:289-58090:297.

9106130306 Requests assistance in resolving NUREG-0737,ltem III.D.3.4 re mechanical
lock longitudinal internal duct seams sealed w/tape & overlay of sealant discovered
during insp in Mar 1985.

GREENMAN.E.G. Region 3 (Post 820201). 91/06/11. ZWOLINSKI.J.A. Assistant Di-
rector for Region III Reactors (Post 901216). 3pp. 58112:107-58112:109.

9106180006   NUREG/CR-5742 V01   FEASIBILITY ASSESSMENT OF A RISK-BASED
APPROACH TO TECHNICAL SPECIFICATIONS.Executive Summary.

ATEFI.B., GALLAGHER.D.W. Science Applications International Corp. (formerly Sci-
ence Applications, Inc.). FIN D-1763. SAIC-90/1400. 91/05/31. Division of Operation-
al Events Assessment (Post 870411). 12pp. 58130:129-58130:142.

9106180007  NUREG/CR-5742 V02 FEASIBILITY ASSESSMENT OF A RISK-BASED
APPROACH TO TECHNICAL SPECIFICATIONS.Main Report.

ATEFI.B., GALLAGHER.D.W. Science Applications International Corp. (formerly Sci-
ence Applications, Inc.). FIN D-1763. SAIC-90/1400. 91/05/31. Division of Operation-
al Events Assessment (Post 870411). 84pp. 58130:043-58130:128.

9106180008  NUREG/CR-5655 SUBMERGENCE AND HIGH TEMPERATURE STEAM
TESTING OF CLASS 1E ELECTRICAL CABLES.

JACOBUS.M.J. Sandia National Laboratories. FUEHRER.G.F. Science & Engineering
Associates, Inc. FIN A-1818. SAND90-2629. 91/05/31. Division of Engineering (Post
870413). 94pp. 58130:143-58130:240.

9106180011 NUREG-1374 TECHNICAL FINDINGS RELATED TO GENERIC ISSUE
79.An Evaluation Of PWR Reactor Vessel Thermal Stress During Natural Convection
Cooldown.

PAGE.J.D. Division of Safety Issue Resolution (Post 880717). 91/05/31. 158pp.
58130:241-58131:029.

9106180015 NUREG-1302 OFFSITE DOSE CALCULATION MANUAL GUIDANCE:
STANDARD RADIOLOGICAL EFFLUENT CONTROLS FOR BOILING WATER REAC-
TORS. Generic Letter 89-01,Supplement No. 1.

MEINKE.W.W., ESSIGT.H. Division of Radiation Protection & Emergency Prepared-
ness (Post 870411). GL-89-01. 91/04/30. 123pp. 58131:030-58131:156.

9106190002 Provides info re status on progress in completing SPDS & DCRDR at
facilities.per 910412 telcon.Changes to SPDS will continue even after sys upgraded to
fully meet requirements of Suppl 1 to NUREG-0737.

VAUGHN.G.E. Carolina Power & Light Co. NLS-91-137. 91/06/13. Document Control
Branch (Document Control Desk). 2 pp. 58195:341 -58195:342.

9106190234 Forwards draft section of NUREG-0828,Suppl 1 documenting resolution of
SEP III-7B topic.

STRANSKY.R. Project Directorate 111-1. TAG 72960. 91/06/12. BECKMAN.W.L Con-
sumers Power Co. 5pp. 58159:102-58159:106.

9106210012  NUREG/CR-5565 THE RESPONSE OF BWR MARK II CONTAINMENTS
TO STATION BLACKOUT SEVERE ACCIDENT SEQUENCES.

GREENE.S.R., HODGE.S.A., HYMAN.C.R. Oak Ridge National Laboratory. FIN B-
0853. ORNL/TM-11548. 91/05/31. Division of Safety Issue Resolution (Post 880717).
338pp. 58167:216-58168:168.

9106210013  NUREG/CR-5692 GENERIC RISK INSIGHTS FOR GENERAL ELECTRIC
BOILING WATER REACTORS.

TRAVIS.R., TAYLOR.J. Brookhaven National Laboratory. CHUNG.J. Risk Application
Branch.. BNL-NUREG-52282. 91/05/31. Division of Radiation Protection & Emergen-
cy Preparedness (Post 870411). 88pp. 58167:132-58167:215.

9106210136 Advises that modified schedules to address Generic Ltr 88-14 requesting
applicants to review NUREG-1275,Vol 2, "Operating Experience Feedback Rept - Air
Sys Problems" acceptable.Generic Itr requirements fulfilled.

BRINKMAN.D.S. Project Directorate 1-1. GL-88-14. 91/06/18. SYLVIA.B.R. Niagara
Mohawk Power Corp. 4pp. 58202:167-58202:170.

9106250161 NUREG/CR-5440 CRITICAL ASSESSMENT OF SEISMIC AND GEOME*
CHANICS LITERATURE RELATED TO A HIGH-LEVEL NUCLEAR WASTE UNDER-
GROUND REPOSITORY.

KANA.D.D., VANZANT.B.W. Center for Nuclear Waste Regulatory Analyses.
BRADY.B.H.G. Itasca Consulting Group, Inc. FIN B-6643. CNWRA89-001. 91/06/30,
Division of Engineering (Post 870413). 176pp, 58225:001 -58225:176.

9106250184 Summary of 910513 meeting w/owners groups re status of new STS &
process for resolving industry comments on NUREGs-1430,1431,1432,1433 &
1434.Ust of meeting attendees encl.

GRIMES.C.I. Technical Specifications Branch. 91 /05/21. ROSSLC.E. Division of Oper-
ational Events Assessment (Post 870411). 6pp. 58205:345-58205:350,

9106260055 Ack receipt of 900719 & 1214 Itrs transmitting changes to emergency plan
& implementing procedures.Emergency action level scheme continues to meet re-
quirements of 10CFR50,App E & guidance in NUREG-0654,App 1.
COLLINS.SJ. Region 4 (Post 820201). 91/06/19, BARKHURST.R.P. Entergy Oper-
ations, Inc. 3pp. 58226:205-58226:207.

ion of control room environ,to enable NRC to com-
